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Message Text 



UNCLASSIFIED 

PAGE 01 KADUNA 00773 210915Z 
22-12 

ACTION COME-OO 

INFO OCT-01 AF-06 ISO-OO EB-07 /014W 

106144 

R 210854Z NOV 75 
FM AMCONSUL KADUNA 
TO SECSTATE WASHDC 3205 

UNCLAS KADUNA 0773 

E.O. 11652: N/A 
TAGS: BEXP.NI 

SUBJECT: MAJOR PROJECT: SOKOTO WATER SUPPLY PROJECT 
REF: STATE 274403; KADUNA 561 

1. ACTING GENERAL MANAGER S.M.M. HASSAN OF NORTH-WESTERN 
STATE WATER BOARD HAS INFORMED CONSULATE THAT CONTRACTING 
FOR FEASIBILITY STUDY HAS BEEN DELAYED PENDING FINAL APPROVAL 
NORTH-WESTERN STATE AUTHORITIES TO EXPAND WATER SYSTEM TO 
15 M.G.D. HE ANTICIPATES THAT SUCH APPROVAL WILL COME SOON 
AND THAT CONTRACT BIDDING MAY BEGIN BY LATE JANUARY. 

2. HASSAN SAID THAT REQUESTS FOR QUOTATIONS FROM 
INTERESTED FIRMS WILL BE MADE PUBLIC AND THAT HE WILL 

ALSO PROVIDE CONSULATE WITH SUFFICIENT ADVANCE NOTIFICATION 
TO INFORM U.S. FIRMS. 
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